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MEMORANDUM FORi Assistant Director for National Saturates 
A<wi#t«nt Director for Current Intelligence 
Assistant Director for Scientific Intelligence 
A^ftant Director for Research and Reports 
Aasiataat Director for Collection and Dissemination 
Assistant Director for Intelligence Coordination 


SUB»fECT: Personnel Ceilings 


«[° w C0 ^5 r o£ tfc® personnel ceiling memorandum 
we discussed at the meeting today* 

U Uttder8t ®®? that as a result of today’s discussion you 
irill, within your own office, review the following* 

*• 5f* nua k® r of personnel that could be classified as 
wood”, assuming that appropriate disposition can be made of 
such personnel; 

b* Possible unessential slots or activities; 

e. The impact of the proposed on-duty ceiling for your 

t 2*S ar likelihood of enlisting and 

retaining through the entire processing cycle fully-qualified 
personnel j 

nt ** functiQas or responsibilities 

be r<K * uir9d ** ^ proposed ceiling is 
put into effect, I would appreciate having this statement 
nl$fa & showing of nsljusts&s&t in *th0g® proposed 
ceilings would be necessary in order to continue to cany out 
aush functions or responsibilities, premised upon an economical 
wee of personnel. 

„ X £ .**, saae of ^ QU W have difficulty with 

m* saaaer in which the ceiling for your office has been arrived at, 
and you rasa r wish to <&seuse this with Colonel White. 

ii* It is hoped that the foregoing can be completed in time for 
^-?4 ‘5!u an0t i i f r £a ? etda fi at 2:00 p.m. on today, February llth, to 


BocumerT 1 ^® 0 -: 
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can by or on behalf of the Intelligence 
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loptus s, mum. 

Deputy Director/ Intelligence 
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